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The following list prices, subject to regular trade discounts, apply on instruments 
shown in Catalog Part 5000, Supplement to Catalog Part 5000 (indicated by S before 
catalog page number), Medical catalog (indicated by M), and Export catalog (indi- 
cated by E). 

The initials P. O. A. under list price indicate “price on application.” All Industrial 
instruments, including etched stem thermometers and hydrometers (marked with * 


or { in catalog,) are not priced in this list and will be quoted on request. 
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Catalog List Catalog Catalog List 
Description Page Price Unit Number Description Page Price Unit 
CHARTS ae oe — Barometer, 8000’. .. 37 Seieg Ea. 
Figured Stormograph Chart...... 38 3.25 Set(52 0 M Altitude Barometer, 12,000’. 37 -O.A. Ea. 
Tattered Seciaeach Chart..... 38 : 3.25 Sree 2042 S&M Altitude Barometer, 8000’... 36 P.O.A. Ea. 
Metric Stormograph Chart....... 38 3.25 Set(52) 2042B S&M Altitude Barometer, 3000’... 36 P.O.A. Ea. 
Lettered Cyclo-Stormograph Chart 38 3.25 Set(52) 2642E S&M Altitude Barometer, 12,000’. 36 P.O.A. Ea. 
Figured Cyclo-Stormograph Chart. 38 3.25 Set(52) | 2042F S&M Altitude Barometer, 16,000’. 36 P.O.A. Ea. 
Figured Metric Cyclo-Stormograph 2050 Admiral Byrd Set............... 36 60.00 Ea. 
Chart. DRED NEE SS eae 38 3.25 Set(52) AUTO ALTIMETERS 
ee ark tock Rie Seteth || 2008C Auto Altimeter, S000. 570s: S35 6.00 Ba. 
° 2068CM Auto Altimeter, 1500 meters...... 6.00 Ea. 
—10 to 90° F. Thermograph Chart 23 3.75 Set(52) 2068D hac: Altick o ) 
ADD. ewe ewee $5 7.50 Ea. 
Unfigured Thermograph Chart.... 23 3.75 Set(52) | 2068DM Auto Altimeter, 3000 meters... ... 7.50 Ea. 
Piss 7 ~ henge Sige 224 oon 23 3.75 Set(52) | 2068F Auto Altimeter, 15,000’ .......... 95 9.00 Ea. 
: . Lnermograp 2068FM Auto Altimeter, 4500 meters...... 9.00 Ea. 
SoS Searles 23 5.00 Set(100) | 2. = = tne en ne me me 
Forecast Card.................. 38 2295 Ea. 206 S&M Heightometer............. 37 P.O.A. Ea. 
Rain Gauge Charts (272414)..... 43 3.25 Set(52) | 2073C Auto Altimeter, 3”, 5000’........ 37 35.00 Ea. 
Microbarograph Charts.......... 38 5.00 Set(52) | 2073D Auto Altimeter, 3”, 10,000’....... 37 36.50 Ea. 
24 Hr. Rain Gauge Chart........ 43 6.00 Set(100) | 2073F Auto Altimeter, 3’ pO vo ccn as 37 39.00 Ea. 
24 Hr. Microbarograph Charts.... 38 10.00 Set(100) | 2073%2C Auto Altimeter, 3”, 5000’........ 37 35.00 Ea. 
20731%2D Auto Altimeter, 3”, 10,000’....... 37 36.50 Ea. 
Ser nee BAROMETERS é . 20731%4F _— Auto Altimeter, 3”, 16,000’....... 37 39.00 Ea. 
gine Room Barometer......... 35 9.00 Ea 
S&M Altitude Barometer, 8000’... 37 P.O.A. Ea ALTITUDE BAROMETERS 
S&M Altitude Barometer, 3000’... 37 P.O.A. Ea 2075C Engineer’s Barometer, 5000’...... 36 45.00 Ea. 
S&M Altitude Barometer, 12,000’. 37 P.O.A. Ea. 2075D Engineer’s Barometer, 10,000’.... 36 46.00 Ea. 
S&M Altitude Barometer, 16,000’. 37 P.O.A. Ea. 2075F Engineer’s Barometer, 16,000’.... 36 49.00 Ea. 
S&M Altitude Barometer, 8000’... 36 P.O.A. Ea 2078D Pocket Altimeter, 10,000’........ 7.50 Ea. 
S&M Altitude Barometer, 3000’... 36 P.O.A. Ea 2078F Pocket Altimeter, 15,000’........ 9.00 Ea. 
S&M Altitude Barometer, 12,000’. 36 P.O.A. Ea 2120 S&M 3” Surveying Barometer, 
S&M Altitude Barometer, 16,000’. 36 P.O.A. Ea WA liste as 3 P.O.A. 
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S&M 3” Surveying Barometer, 
3000’ 


LOIRE o55-c. capers cess e500 8s 36 


BRASS CASE BAROMETERS 


5” Brass Case Barometer......... 34 
5” Brass Case Barometer, inch and 
WIR coasts pres ee 34 
5” Brass Case Barometer, inch and 
WAN os a 5 Xe a yan s 34 
5” Open Face Brass Case Barometer 34 
5” Open Face Brass Case Barometer, 


inch and metric............... 34 
5” Open Face Brass Case Barometer, 
inch and millibar ............. 34 


5” Open Face Brass Case Barometer 35 
5” Open Face Brass Case Barometer 35 
S&M Brass Case Barometer... ... 34 
Flanged Brass Case Barometer.... 34 
Flanged Brass Case Barometer.... 34 
Flanged Brass Case Barometer.... 34 


YACHT STORMOGUIDES 


5” Yacht Stormoguide........... 30 
5” Yacht Stormoguide..... Fie ee 
Stand for above... «Sos baae sss 30 
Yacht Stormoguide.............. 30 
Yacht Stormoguide.............. 30 
Stand for above. 0.662. oks ae. 30 
Yacht Stormoguide.............. 30 
Yacht Stormoguide.............. 30 
Yacht Cycloguide............... 30 
Yacht Cycloguide............... 30 
Yet COs Cake 30 
Veen ieee ate ce 30 


BRASS CASE BAROMETERS 


Brass Case Barometer........... 34 


2250-IM-5” Brass Case Barometer, in. & metric 34 
2250IMb-5” Brass Case Barometer, in. & mill... 34 


Brass Case Barometer........... 35 
2250-23/29 5” Brass Case Barometer........ 35 
2250-20/26 5” Brass Case Barometer........ 35 
Brass Case Barometer........... 34 
Brass Case Barometer........... 35 
Brass Case Barometer........... 35 


Brass Case Barometer, in. & metric 35 
COMMING. 5S 553 ese 29 


STORMOGUIDES 
Fairfax Stormoguide............. 28 
Fairfax Stormoguide............. 28 
Grosvenor Stormoguide.......... 28 
Grosvenor Stormoguide.......... 28 
Stratford Stormoguide........... 28 
Stratford Stormoguide........... 28 
Warwick Stormoguide........... 29 
Warwick Stormoguide........... 29 


Fairmont Stormoguide (Ivory).... 29 


2269CHA Fairmont Stormoguide (Ivory).... 29 


Fairmont Stormoguide (Walnut).. 29 


2269WHA Fairmont Stormoguide (Walnut).. 29 


BAROGUIDES 


Meteor Baroguide............... 
Fairway Baroguide.............. 
Newport Baroguide............. 


FISH BAROMETERS 


Wish Barometer... .....ccccrecece 31 
Wish: Orometer:.. . .sice.c 0 6.s e0,0 n 008 31 
BAROGUIDES 


Kenmore Baroguide............. 31 
Kenmore Baroguide............. 31 


~~ ss eh ee ee ee Oe oT 





Description Page 
Voyager Baroguide.............. 31 
Voyager Baroguide.............. 31 
Fleetwood Baroguide............ 31 
Fleetwood Baroguide............ 31 
Fleetwood Baroguide............ 31 
Fleetwood Baroguide............ 31 
Fleetwood Baroguide............ 31 
Fleetwood Baroguide............ 31 
Dorset Baroguide............... S6 
Dorset Baroguide............... S6 
Fairmont Jr. Baroguide.......... S6 
Fairmont Jr. Baroguide.......... S6 
Winton Clock Stormoguide....... 29 
RECORDING INSTRUMENTS 
S&M Stormograph.............. 38 
S&M Stormograph.............. 38 
S&M Stormograph.............. 38 
Dial Attachment. .. 2. 2..0....65% 38 
Thermograph Attachment........ 38 
Cyclo Stormograph.............. 39 
Cyclo Stormograph.............. 39 
Micro Barograph................ 39 
Micro Barograph................ 39 
TROPMOGTODD 8005 6 a esd vices 23 
Thermograph (Chart 91)......... 23 


S&M High Drum Thermograph. .. 
S&M High Drum Hygrograph.... 23 


S&M Hair Hygrograph.......... 23 

S&M STORMOGUIDES 
S&M Pendant Stormoguide...... 33 
S&M Bracket Stormoguide....... 29 
S&M Inland Stormoguide........ 33 
S&M Inlaid Stormoguide......... 33 

BAROGUIDES 
Berkeley Baroguide............. S6 
Berkeley Baroguide............. S6 
Display Stormoguide............ 33 
RAIN GAUGES 
2” Rain Gaue.2.5 cy 42 
B Rain Gauss ee. ois 42 
Ham Game cs a occas 43 
S&M Rain Gauge............... 43 
S&M Rain Gauge............... 43 
S&M Rain Gauge............... 43 
COMPASSES 
Compass Assortment............ 87 
Telaway Compass............... 40 
Showay Compass............... 87 
Leedawl Compass............... 40 
Magnapole Compass............. 40 
Flodial Compass................ 40 
Litenite Compass............... 40 
Gydawl Compass............... 40 
Aurapole Compass.............. 40 
Ceebynite Compass............. 40 
Gydway B.N. Compass.......... S7 
Gydway F.D. Compass.......... 87 
S&M Dip Needle............... 47 
S&M Dip Needle............... 47 
LEVELS 
S&M Abney Level.............. 47 
S&M Abney Level.............. 47 
ANEMOMETERS 

S&M Cup Anemometer.......... 45 
Wind Vane Attachment.......... 45 
BAM Airis. ilciceeccvusees 44 
S&M 3” Birams Anemometer... .. 44 
4” Birams Anemometer.......... 44 
S&M Pocket Anemometer........ 44 


S&M Low Speed Anemometer.... 44 
S&M High Speed Anemometer.... 44 


MISCELLANEOUS INSTRUMENTS 


S&M Gas Leak Indicator........ 46 
S&M Gas Leak Indicator........ 46 
S&M Sunshine Recorder......... 45 
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Catalog List 
Description Page Price Unit 
Charts for S&M Sunshine Recorder 45 P.O.A. Set(400) 
S&M Thermometer.............. 12 P.O.A. Ea. 
S&M Thermometer.............. 12 P.O.A. Ea. 
S&M Thermometer.............. 12 P.O.A. Ea. 
Instruction Chart............... 51 5 Ea. 
Meterological Register Pad....... 51 P.O.A. Ea. 
CLINICAL THERMOMETERS 
Monroe Clinical, Oral............ 17 10.00 Doz. 
Monroe Clinical, Oral............ 17 10.00 Doz. 
Monroe Clinical, Oral............ 17 11.00 Doz. 
Monroe Clinical, Oral............ 17 9.00 Doz. 
Instanta Clinical, Oral........... aie 17 & M8 es 14.50 Doz 
Instanta Clinical, Oral........... 17 & M8 14.50 Doz 
Instanta Clinical, Oral........... 17 & M8 14.50 Doz 
Instanta Clinical, Oral........... 17 & M8 13.50 Doz 
Instanta Clinical, Oral........... 17 & MS 14.50 Doz 
Instanta Clinical, Stubby ........ 17 & M8 14.50 Doz 
Instanta Clinical Stubby........ 17 & M8 14.50 Doz 
Instanta Clinical, Stubby ........ 17 & M8 14.50 Doz 
Instanta Clinical, Stubby........ 17 & M8 13.50 Doz 
Instanta Clinical, Stubby........ 17 & M8 14.50 Doz 
Monroe Clinical, Stubby......... 17 10.00 Doz 
Monroe Clinical, Stubby......... 17 10.00 Doz. 
Monroe Clinical, Stubby......... 17 11.00 Doz. 
Monroe Clinical, Stubby......... 17 9.00 Doz. 
Lag Thermometer in Case........ M8 13.00 Ea. 
Lag Thermometer, No Case...... M8 10.00 Ea. 
Monroe Clinical, Rectal.......... 17 10.00 Doz. 
Monroe Clinical, Rectal.......... 17 10.00 Doz. 
Monroe Clinical, Rectal.......... 17 11.00 Doz. 
Monroe Clinical, Rectal.......... 17 9.00 Doz. 
Instanta Clinical, Rectal......... 17 & M8 14.50 Doz 
Instanta Clinical, Rectal......... 17 & M8 14.50 Doz 
Instanta Clinical, Rectal......... 17 & M8 14.50 Doz 
Instanta Clinical, Rectal......... 17 & M8 13.50 Doz 
Instanta Clinical, Rectal......... 17 & M8 14.50 Doz 
Estee Clinical, Oral.............. M8 9.00 Doz. 
Estee Clinical, Rectal............ M8 9.00 Doz. 
Estee Clinical, Stubby........... M8 9.00 Doz. 
Estee Clinical, Asstd............. M8 4.50Pkg.(6) 
Bond Clinical, Oral.............. M8 P.0.A. Gross 
Bond Clinical, Oral.............. M8 P.O.A. Gross 
Bond Clinical, Oral.............. M8 P.O.A. Gross 
Bond Clinical, Oral.............. M8 P.O.A. Gross 
Bond Clinical, Rectal............ M8 P.O.A. Gross 
Bond Clinical, Rectal............ M8 P.O.A. Gross 
Bond Clinical, Rectal............ M8 P.O.A. Gross 
Bond Clinical, Rectal............ M8 P.O.A. Gross 
Bond Clinical, Stubby........... M8 P.0.A. Gross 
Bond Clinical, Stubby........... M8 P.0.A. Gross 
Bond Clinical, Stubby........... M8 P.O.A. Gross 
Bond Clinical, Stubby........... M8 P.O.A. Gross 
Binoc Instanta Assortment....... P.O.A. Pkg.(15) 
Binoc Instanta Assortment....... P.O.A. Pkg.(36) 
Tycos Binoc Clinical, Oral... .... 17&M8 24.00 Doz. 
Tycos Binoc Clinical, Oral....... 17&M8 P.O.A. Doz. 
Taylor Binoc Clinical, Oral....... 17&M8 18.00 Doz. 
Taylor Binoc Clinical, Oral....... 17& M8 P.O.A. Doz. 
Tycos Binoe Clinical, Rectal...... 17&M8 24.00 Doz. 
Tycos Binoe Clinical, Rectal...... 17& M8 P.O.A. Doz. 
Taylor Binoe Clinical, Rectal... .. 17&M8 18.00 Doz. 
Taylor Binoc Clinical, Rectal..... 17& M8 P.O.A. Doz. 


* All Taylor Binoc, Bond and Oral Instanta Clinical Thermometers are available 
with Centigrade Scales at above prices. Specify by placing “C’’ suffix before 
the case suffix:—e.g. 5010CW. 


MEDICAL INSTRUMENTS 
Hook Type Cuff for Sphyg....... M3 & M6 
Bandage Type Cuff for Sphyg.... M6 
Bandage Type Cuff (Childs)...... M6 


DOROACROM a ek cwisc cess M8 
Pocket Case for 5090............ M6 
Latex Bulb for Sphyg............ M6 
Air Release Valve............... M6 
Bulb and Valve Combination. .... M6 
Latex Bag for 5090.............. M6 
Rubber Bag for 5092............ M6 
Rubber Bag (Childs)............ M6 
Rubber Bag for 5097............ M6 
Pocket Sphyg with Hook Cuff.... M2 
Manometer only for 5090........ M2 


3.75 
1. 
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Pocket Sphyg Bandage Cuff...... M2 
Wall Model Sphyg Hook Cuff.... M4 
Manometer only for 5091........ M4 


Wall Model Sphyg Bandage Cuff.. M4 
Desk Model Sphyg Hook Cuff.... M4 


Manometer only for 5092........ M4 
Desk Model Sphyg Bandage Cuff. M4 
Pavaex Complete................ M7 
Mercurial Sphyg Hook Cuff...... M5 
Manometer only for 5097........ M5 
Mercurial Sphyg Bandage Cuff... M5 
Glass Tube for 5097............. M6 
Pavaex Vacuum Gauge........... M7 

WALL THERMOMETERS 
Wall Thermometer.............. 8 
Wall Thermometer.............. 8 
Wall Thermometer.............. 8 
Wall Thermometer.............. 8 
Wall Thermometer.............. 8 
Wall Thermometer.............. 8 
Wall Thermometer, Centigrade... E3 
Wall Thermometer.............. 8 
Wall Thermometer.............. 8 
Wall Thermometer.............. 8 
Wall Thermometer.............. $2 
Wall Thermometer.............. 8 
Wall Thermometer.............. 8 
Wall Thermometer.............. 8 
Wall Thermometer.............. 8 
Wall Thermometer, Centigrade... E3 
Wall Thermometer.............. 8 
Wall Thermometer.............. 8 
Utility Thermometer............ 10 
Utility Thermometer, Centigrade.. E4 
Wall Thermometer.............. 10 
Wall Thermometer, Centigrade... E4 
Wall Thermometer.............. 10 
Comfortmoter ... 300... 0s es 10 
Comfortmeter Asst.............. 10 
Comfortmeter Asst.............. 10 
Wall Thermometer Asst.......... 10 
Wall Thermometer Asst.......... 10 
Coppered Case Thermometer..... 18 

ASSORTMENTS 

Thermometer Set............... 11 
Thermometer Assortment........ 88 
ARYGOS GOR. ecient es ee 8 
Fish Finder Thermometer........ 20 


WINDOW THERMOMETERS 


De Luxe Window Thermometer... 11 
De Luxe Window Thermometer, 


Continrane 555. sseeweeees: H4 
Window Thermometer........... 11 
Window Thermometer........... 11 
Temprite Window Thermometer.. 11 & 82 
Temprite Window Thermometer, 

DODGRTERG vag cio ka viene H4 
Window Thermometer........... 11 
Window Thermometer, Centigrade E4 
Window Thermometer........... 11 

TRAVEL THERMOMETERS 
Travel Thermometer, Blue Case.. 9 


Travel Thermometer, Green Case. 9 
Travel Thermometer, Red Case... 9 


STANDING THERMOMETERS 


Standing Thermometer.......... i] 
Standing Thermometer.......... 9 
Standing Thermometer.......... $2 
Standing Thermometer.......... 9 
Stormglass Thermometer......... 18 
METAL CASE THERMOMETERS 

Metal Case Thermometer........ 18 
Tube and Scale for above........ 18 
Metal Case Thermometer, 

Conbisrade 53 sss cecs yee — 


Copper Cup Case Thermometer... 18 


List 
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Description Page Price Unit Number Description Page Price Unit 
Copper Case Thermometer....... 18 42.00 Doz. 5534A Tube and Scale for 5534......... — 1.50 Ea. 
Metal Case Thermometer, Perma- 5534N Water Cistern for 5534.......... $3 60 Ea. 

, BOSS cc abkh aces cc enxd ok 18 33.00 Doz. 5538 Hampton Humidiguide .......... 27 3.00 Ea. 

: 5400SA Tube and Scale for above........ 18 27.00 Doz. 5542 Ultra Humidiguide.............. 27 P.O.A. Ea. 
5400SK Copper Cup Case Thermometer, 5544 Belmont Humidiguide........... 27 4.00 Ea. 

| PMOWBOOIIE C25 oo sak oa vues 18 51.00 Doz. 5546 Ashton Humidiguide............ 27 15.00 Doz. 

f 5400SP Copper Case Thermometer, Perma- 5547B Pennwood Humidiguide, Blue..... 27 3.50 Ea. 

eee SERENE GIA ae I aS ae 18 42.00 Doz. 5547M Pennwood Humidiguide, Marble.. 27 3.50 Ea. 
5400S-8” Metal Case Thermometer, Perma- : a 5547W Pennwood Humidiguide, Red..... 27 3.50 Ea. 
MESS 2. Ta ier appar eae 1 : a 
5401 Metal Case Thermometer........ 18 33.00 Doz. BATH THERMOMETERS 
5401A Tube and Scale for above........ 18 27.00 Doz. 9605 Bath Thermometer.............. 13 20.00 Doz. 
5401C Metal Case Thermometer, Centi- 5608 Bath Thermometer.............. 13 20.00 Doz. 
eS ail SS a EAS eS E5 33.00 Doz. 5610B Baby Bath Thermometer........ 13 10.00 Doz. 
5401K Copper Cup Case Thermometer... 18 51.00 Doz. 5610P Baby Bath Thermometer. ....... 13 10.00 Doz. 
5401P Copper Case Thermometer....... 18 42.00 Doz. 5614 Floating Bath Thermometer... .. . . B 8.00 Doz. 
5401S Metal Case Thermometer........ 18 33.00 Doz. 5614C Floating Bath Thermometer, Centi- 
5401SA §_ Tube and Scale for above........ 18 27.00 Doz. Grade... 26... eeeeeees eee ees es 8.00 Doz. 
. 5656 Decorative Scale Thermometer... 41 12.00 Doz. 
5401SC Metal Scale Thermometer, Centi 
MaRS og ives: syns sss E5 33.00 Doz. 5684 Display Thermometer........... 41 90.00 Ea. 
5401SK Copper Cup Case Thermometer... 18 51.00 Doz. 5692 Display Thermometer........... 41 55.00 Ea. 
5401SP nei gy noo og es - — — DAIRY THERMOMETERS 

F 5402 Metal Case Thermometer........ 1 ‘ Z. 

: 5402A Tube and Scale for above........ 18 30.00 Doz. oo son nne Deity 2 eee: 7 se ot 

e 5703 Floating Dairy Thermometer... .. 25 13.60 Doz. 

5402C Metal Case Thermometer, Centi- 5704 Shatterproof Dairy Thermometer.. 25 21.60 Doz. 

grade... ... sees seve ence eens E5 36.00 Doz. 5705 Flanged Scale Dairy Thermometer. 25 27.00 Doz. 
5402K Copper Cup Case Thermometer... 18 54.00 Doz. 5 Floating Dairy Th 

571 oating Dairy Thermometer... .. 25 4.80 Doz. 

a 2402P Copper Case Thermometer. ...... 18 45.00 Doz. 5740 Flanged Scale Dairy Thermometer. 25 12.00 Doz. 

a Pete 
S403. 298 Metal Case Thermometer........ 4 $6.00 Doz." :" | 5776 Incubator Zone Thermometer..... 25&E10 10.00 Doz. 
5403A Tube and Seale for above ....... - 418 30.00 Doz. 5783 Certified Zone Thermometer...... 25&E11 15.00 Doz. 
5403C Metal Case Thermometer, Centi- 5792 Brooder Thermometer........... 25&E11 10.00 Doz. 
grade. ....-0.. see eeeee eee es 18 36.00 Doz. 5794 Brooder Thermometer........... 25&E11 6.60 Doz. 
5403K Copper Cup Case Thermometer... 18 54.00 Doz. 5796 Incubator Hygrometer........... 25&E11 21.00 Doz. 
5403P Copper Case Thermometer....... 18 45.00 Doz. 5796W = Wicks for 5796...........2..00+. 24 1.00 Doz. 

5406 Orchard Thermometer. .......... ds 36.00 Doz. 5796N Water Bottle for 5796........... 24 60 Ea. 

| 5406P Orchard Thermometer, CopperCase — 45.00 Doz. 

i 5420 Metal Case Thermometer........ 18 15.00 Doz. DOMESTIC SCIENCE THERMOMETERS 

; 5420A Tube and Scale for above........ 18 12.00 Doz. 5908 Candy and Jelly Thermometer.... 14&E10 27.00 Doz. 
5420C Metal Case Thermometer, Centi- 5910 Deep Frying Thermometer....... 14&E10 27.00 Doz. 

ISS RSSSESS, (TSR RE erage 18 15.00 Doz. 5915 Candy and Deep Fry Guide...... — 15,00 Doz. 

7 5440 Lithographed Scale Thermometer. 18 4.80 Doz. 5916 Candyguide. . i... . sss. sceee sees 14 15.00 Doz. 

{ REGISTERING THERMOMETERS we ie hl CM ces eens 14 15.00 Doz. 

: Xs ONIN 852 «cc onsk eevee 15 15.00 Doz. 

} ofl aS SOSTOMNIER 6 «+s bpicer re 120.00 Dox. | 5927 Ovenguide...........scccseeeee 15 15.00 Doz. 

| REE adel icenscspr ele Rad a ee - 96.00 Doz | 5928 Oven Thermometer.............. 1I5&El1 27.00 Doz. 

4 9452C Six’s Thermometer, Centigrade ... E12 96.00 Doz. 5930 Roast Meat Thermometer........ 15 27.00 Doz. 

5453 Six’s Thermometer. ............. 22 108.00 Doz. 5933 Refrigerator Thermometer....... 15&E10 21.00 Doz. 
Sis te gecanice she ieee ee a 60.00 Doz. | 5936 Roast Meat Thermometer........ 15&E10 18.00 Doz. 
5454C Six’s Thermometer, Centigrade... E12 60.00 Doz. (deal discontinued on above) 

5455 Six’s Thermometer.............. — 132.00 Doz. 
5466 Six’s Thermometer.............. 22 108.00 Doz. MISCELLANEOUS THERMOMETERS 
5466C Six’s Thermometer Centigrade.... — 108.00 Doz. 5948 en RD MEO ap ee 25 6.00 Doz. 
5498 Minimum Registering 5955 Maple Products Thermometer.... 25 33.00 Doz. 
‘FRQRTOOUIOOE 5 5655. kk 5 boss ne 8 22 36.00 Doz. 5981 Hot Bed Thermometer........... 25 48.00 Doz. 
c 5499 Minimum Registering 6031 Railroad Coach Thermometer.... 20 24.00 Doz. 
Thermometer............+-0+: 22 54.00 Doz. 6032 Pullman Coach Thermometer..... 20 22.00 Doz. 
WEATHER BUREAU THERMOMETERS a angeles, i es gegemtacd da 2 oe 
55161% Weather Bureau Set............. 22 27.00 Set(3) 6069T Frost Alarm Thermometer....... 93 11.00 Ea. 
oe. ee 22 9,00 Ea. ETCHED STEM THERMOMETERS 
5519 Metal Weather Support.......... 22 9.00 Ea. 6099 Etched Stem Thermometer....... 48 16.80 Doz. 
5520 Minimum Registering 6100 Etched Stem Thermometer....... 48 16.80 Doz. 
Thermometer.........ceccceee 29 9.00 Ea. 6100C Etched Stem Thermometer....... 48 16.80 Doz. 
5524 Air Temperature Thermometer... 22 9.00 Ea. 6101 Etched Stem Thermometer....... 48 16.80 Doz. 
6101C Etched Stem Thermometer....... 48 16.80 Doz. 
HYGROMETERS 6102 Etched Stem Thermometer...... . 48 18.90 Doz. 
5531 ORIG io ac aws Sake 24 4.75 Ea. 6102C Etched Stem Thermometer....... 48 18.90 Doz. 
5932 Mason’s Hygrometer............ 26 5.50 Ea. 6103 Etched Stem Thermometer....... 48 22.05 Doz. 
5532W — Wicks for Mason’s Form Hygrom- 6103C Etched Stem Thermometer....... 48 22.05 Doz. 
QUNG . 5. PARR re re RS 26 & $3 1.00 Doz. 6106C Etched Stem Thermometer....... 48 19.80 Doz. 
5532A Tube and Scale for 5532......... 26 & 83 2.25 Ea. 6180 Mercurial Barometer............ 47 165.00 Ea. 
5932C Mason’s Hygrometer, Centigrade.. E8 5.90 Ea. 6180G Mercurial Barometer on Panel.... 47 178.00 Ea. 
55932CA = Tube and Scale for 5532C........ = 2.25 Ea. 6180H Mercurial Barometer. ........... 47 170.00 Ea. 
5532N Water Cistern for 5532 and 5533.. 83 60 Ea. 
5532S Mason’s Hygrometer, Permacolor. 26 5.50 Ea. ACCESSORIES 
5532SA = Tube and Scale for 5532S. ....... 26 & S3 2.25 Ea. AM68S3 Magnets for Registering Thermom- 

) 5533 Mason’s Hygrometer, High Range. 26 7.00 Ea. oe, NT EEE eM eR eee 22 8.00 Doz. 
5533A Tube and Scale for 5533......... $3 3.00 Ea. B54P36 Pens for Recording Instruments... 23, 38, 43 1.10 Ea. 
5533C Mason’s Hygrometer, Centigrade... — 7.00 Ea. B96P48 Measuring Glass for 2715........ 43 3.30 Ea. 
5533S Mason’s Hygrometer, Permacolor. — 7.00 Ea. BM49P146 Measuring Stick for 2712......... 43 1.10 Ea. 

| 5533SA = Tube and Scale for 5533S. ....... — 3.00 Ea. IBM49P1 Measuring Stick for 2705......... 43 25 Ea. 

: 5534 Stewart Humidiguide............ $3 5.00 Ea. 2BE96S32 Ink for Recording Instruments.... 23, 38, 43 .60 Ea. 













DISCOUNT TO THE TRADE 


on items listed in 1940 edition 





Commercial Catalog 


as Price List attached 


40% 


(SEE EXCEPTIONS) 


FOR STOCK ORDERS 


EXCEPTIONS 


Industrial Instruments, marked with * or t ne 10% 


Page 14 Dealers’ Price . . . ... 5907, 5909, 5960, $2.10 each net 
5959, $2.89 each net 


NOTE: SPECIAL PRICES APPLY ON STANDARD QUALITY ETCHED STEM 
THERMOMETERS AND HYDROMETERS IN LOTS OF 3 DOZ OR MORE. 


TERMS: 2% ten days; net thirty days. All shipments F. O. B. Rochester, N. Y. 


IMPORTANT: This catalog is compiled with the idea of interesting not only 
the dealer, but his customers. That it may be used to the best advantage we 
suggest the removal of this discount sheet. BUT DO NOT DESTROY—PRE- 


SERVE FOR FUTURE REFERENCE. Catalog may then be shown to the cust- 


omer and selections made therefrom. 


All prices subject to change without notice 





TAYLOR INSTRUMENT COMPANIES ¢ ROCHESTER, N. Y., U.S.A. 



























OFFICES 
IN ALL PRINCIPAL 
CITIES 





PLANTS ALSO IN 
TORONTO, CANADA 


LONDON, ENGLAND ROCHESTER,N. Y.-S: A. 
whe 
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November 25, 1941 


Premier Lighting & Elec. Supply Co. 
256 N. Avenue 
Garwood, New Jersey 


Gent Lemen : 


We have your letter of November 19 and are sending you 
under separate cover a copy of our catalog. 


Because of limited supply of material, it has been nec- 
essary for us to apportion what is available among the 
customers who purchased from us last year on the basis 

of their purchases during that period. Consequently, it 
would not be fair for us to encourage you as a new dealer 
at this time. lt is hoped, however, that you will get 

in touch with us after the present emergency. 


You may very possibly have been purchasing our instruments 
through a wholesale distributor -- in which case we hope 
that you will continue to do so. You should receive our: 
catalog in the next day or two. 


Yours very truly 


CrhRasaAa~nnrm _., 


CG. P. Kramer 
Commercial Sales Dept. 


SGG 
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